LVF vs RVF 


In LHF you have low pressure because it is the LV that is responsible for 
the pressure in our arteries 

lv is responsible for pumping out blood to our entire system, if its impaired 
it is unable to generate that power therefore the pressure in our system is 
reduced 

If the RV is not functioning well it means that all of our blood volume is 
sitting in the venous side of our systemic system - the blood from our 
veins is not draining into the RV and not reaching the LV and our arterial 
system, blood volume is backed up in veins, therefore blood volume is low 
in the arteries, arterial pulse volume is low in RHF 


